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UNITED STATES : a 
ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION 

WASHINGTON, D.C. 20545 


24 December 1975 


Honorable William E. Colby 
Director of Central Intelligence 
Washington, D.C. 20505 


Dear Mr. Colby: 


As the senior intelligence official of the Energy Research and Development 
Administration, I have initiated appropriate actions to implement the 
revised DCID Number 1/7 within ERDA. Pursuant to paragraph 6. d. of the 
Directive, I have designated the Assistant Director for Intelligence 
Analyses and Net Assessments, Division of International Security Affairs, 
as ERDA's primary referent for interagency consultation concerning utili- 
zation of intelligence and information. The incumbent official (Acting) 
_is Fred I. Chanatry, IDS Code 119, extension 3358. ae te, Hien RO tae Te 
Pursuant to paragraph 3. d. (footnote 3), I hereby designate the intelligence 
components of the fol.lowing National Weapons Laboratories as "authorized 
channels" for the receipt and use of foreign intelligence and information: 


Lawrence Livermore Laboratories 
Los Alamos Scientific Laboratories 
Sandia Laboratories-Albuquerque 
Oak Ridge Gaseous Diffusion Plant 


Further, I hereby delegate to the Director, Division of International 
Security Affairs authority to disseminate foreign intelligence to 
properly cleared ERDA officials on a "need-to-know"' basis. The incumbent 
Director is James G. Poor. ; 
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Sincerely, 


3 
LY Li Mlle 
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Rdwerd Be And 
Deputy Assistant Administrator 
for National Security 


ERDA USIB Representative 


ec: Chairman, USIB Security ~ 
Committee 
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